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Product Code 

Product description UK valid from 1 January 2015 

RRP inc VAT 




M-System 




LEICA MP, M7, M (Typ 240), M-E (Typ 220), M Monochrom: 

10301 

LEICA MP 0.72 silver 

£ 

3,600.00 

10302 

LEICA MP 0.72 black 

£ 

3,600.00 

10360 

LEICA MP a la carte 


10503 

LEICA M7 0.72 black 

£ 

3,600.00 

10504 

LEICA M7 0.72 silver 

£ 

3,600.00 

10546 

LEICA M7 black Beginners Set 

£ 

4,500.00 

10560 

LEICA M7 a la carte 


10759 

LEICA M-E (Typ 220) anthracite grey 

£ 

4,200.00 

10760 

LEICA M Monochrom 

£ 

6,200.00 

10770 

LEICA M (Typ 240), black paint 

£ 

5,250.00 

10771 

LEICA M (Typ 240), silver chrome 

£ 

5,250.00 

10370 

LEICA M-A (Typ 127), black chrome finish 

£ 

3,275.00 

10371 

LEICA M-A (Typ 127), silver chrome finish 

£ 

3,275.00 

10772 

LEICA M-P (Typ 240), silver chrome finish 

£ 

5,750.00 

10773 

LEICA M-P (Typ 240), black chrome finish 

£ 

5,750.00 

10779 

LEICA M (TYP 240) set edition - Leica 60 

£ 

12,000.00 




11141 

APO-Summicron-M 50mm/f2 ASPH., black 

£ 

5,600.00 

11145 

SUPER-ELMAR-M 21mm/f3.4 ASPH. 

£ 

2,150.00 

11601 

SUMMILUX-M 24mm /fl .4 ASPH. black anodized finish 

£ 

5,350.00 

11602 

NOCTILUX-M 50 mm /f0.95 ASPH. black anodized finish 

£ 

7,750.00 

11604 

SUMMICRON-M 28 mm/f2 ASPH. 

£ 

3,150.00 

11606 

ELMARIT-M 28mm/f2.8 ASPH. 

£ 

1,650.00 

11626 

Tri-Elmar-M 4/16-18-21 ASPH. 

£ 

3,900.00 

11629 

MACRO SET M (90/f4, Angle Finder M, Macro-Adapter M) 

£ 

3,050.00 

11637 

APO-SUMMICRON-M 75 mm/f2 ASPH.black anodized fin. 

£ 

2,700.00 

11642 

Set TRI-ELMAR-M16-18-21 mm /f4 w. Univ.WA Find.M 

£ 

4,500.00 

11643 

SUMMARIT-M 35 mm/f2.5 black anodized finish 

£ 

1,450.00 

11644 

SUMMARIT-M 50 mm/f2.5 black anodized finish 

£ 

1,200.00 

11645 

SUMMARIT-M 75 mm/f2.5 black anodized finish 

£ 

1,450.00 

11646 

SUMMARIT-M 90 mm/f2.5 black anodized finish 

£ 

1,500.00 

11647 

SUMMILUX-M 21 mm/fl .4 ASPH. black anodized finish 

£ 

5,450.00 

11648 

ELMAR-M 24 mm /f3.8 ASPH. black anodized finish 

£ 

1,950.00 

11649 

SUPER-ELMAR-M 18 mm /f3.8 ASPH. black anod. 

£ 

2,350.00 

11663 

SUMMILUX-M 35 mm f/1.4 ASPH. black 

£ 

3,550.00 

11826 

SUMMICRON-M 50 mm/f2 

£ 

1,750.00 

11879 

SUMMICRON-M 35 mm/f2 ASPH. 

£ 

2,250.00 

11882 

SUMMICRON-M 35 mm/f2 ASPH. silver 

£ 

2,350.00 

11884 

APO-SUMMICRON-M 90 mm/f2 ASPH. 

£ 

2,900.00 

11889 

APO-TELYT-M 135 mm/f3.4 

£ 

2,700.00 

11891 

SUMMILUX-M 50 mm/fl .4 ASPH. black 

£ 

2,900.00 

11892 

SUMMILUX-M 50 mm/fl .4 ASPH. silver chrome 

£ 

3,000.00 

11667 

NOCTILUX-M 50mm/f0,95, silver anodized 

£ 

7,900.00 

11675 

SUMMILUX-M 35mm f/1.4 ASPH. silver 

£ 

3,750.00 

11671 

SUMMARIT-M 35 mm/f2.4 ASPH. black 

£ 

1,450.00 

11679 

SUMMARIT-M 35 mm/f2.4 ASPH. silver 

£ 

1,550.00 

11680 

SUMMARIT-M 50 mm/f2.4 ASPH. black 

£ 

1,250.00 

11681 

SUMMARIT-M 50 mm/f2.4 ASPH. silver 

£ 

1,350.00 

11682 

SUMMARIT-M 75 mm/f2.4 ASPH. black 

£ 

1,400.00 

11683 

SUMMARIT-M 75 mm/f2.4 ASPH. silver 

£ 

1,475.00 
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11684 

SUMMARIT-M 90 mm/f2.4 ASPH. black 

£ 

1,550.00 

11685 

SUMMARIT-M 90 mm/f2.4 ASPH. Silver 

£ 

1,650.00 

12004 

Viewfinder magnifier M 1,25x 

£ 

230.00 

12006 

Viewfinder magnifier M 1,4x 

£ 

230.00 

12531 

Angle Viewfinder M 

£ 

230.00 

12011 

Universal Wide Angle Finder M 

£ 

800.00 

12022 

Bright Line Finder M for 18mm lenses black paint 

£ 

620.00 

12023 

Bright Line Finder M for 18mm lenses silver chrome 

£ 

620.00 

12024 

Bright Line Finder M for 21 mm lenses black paint 

£ 

620.00 

12025 

Bright Line Finder M for 21 mm lenses silver chrome 

£ 

620.00 

12026 

Bright Line Finder M for 24mm lenses black paint 

£ 

620.00 

12027 

Bright Line Finder M for 24mm lenses silver chrome 

£ 

620.00 

12451 

Lens Hood for M 28 /f2 ASPH..M 28/f2.8 

£ 

150.00 

12458 

Lens Hood 58x46 for M 16-18-21/f4 

£ 

210.00 

12459 

Lens Hood with Cap for M 35/f2.5, M 50/f2.5 

£ 

120.00 

12460 1 

Lens Hood with Cap for M 75/f2.5, M 90/f2.5 

£ 

80.00 

12461 

Lens Hood for M 21/fl .4 

£ 

210.00 

12462 

Lens Hood for M 24/fl .4 

£ 

210.00 

12463 

Lens Hood for M 18/f3.8 

£ 

170.00 

12464 

Lens Hood for M 24/f3.8 

£ 

170.00 

12465 

Lens Hood for M 24/f3.8, M 35/f1.4 (f. 11663), M 21/f3.4 

£ 

170.00 

12526 

Lens Hood for M 35/f2 ASPH./M 28/f2.8 ASPH 

£ 

120.00 

12575 

Lens Hood for M 90/f4 

£ 

150.00 

12439 

Lens Hood for M 35/50, black 

£ 

100.00 

12440 

Lens Hood for M 35/50, silver 

£ 

100.00 

12441 

Lens Hood for M 75/90, silver 

£ 

65.00 




13004 

Filter UVa E 46 

£ 

100.00 

13005 

Filter UVa E 46 silver 

£ 

100.00 

13131 

Filter UVa E 39 

£ 

100.00 

13132 

Filter UVa E 39 silver 

£ 

110.00 

13356 

Universal polarizing filter M 

£ 

420.00 

13373 

Filter UVa E 55 black 

£ 

120.00 

13374 

Filter UVa E 55 silver 

£ 

120.00 

13381 

Filter UVa E 60 

£ 

140.00 

13410 

Filter E 39 UV/IR 

£ 

100.00 

13411 

Filter E 46 UV/IR 

£ 

100.00 

13412 

Filter E 49 UV/IR 

£ 

100.00 

13413 

Filter E 55 UV/IR 

£ 

120.00 

13414 

Filter E 60 UV/IR 

£ 

120.00 

13415 

Filter E 67 UV/IR 

£ 

140.00 

13416 

Filter E 39 UV/IR silver 

£ 

100.00 

13417 

Filter E 43 UV/IR silver 

£ 

120.00 

13418 

Filter E 46 UV/IR silver 

£ 

100.00 

13419 

Filter E 55 UV/IR silver 

£ 

120.00 

13420 

Filter Series VIII UV/IR 

£ 

170.00 

13421 

Filter Series VII UV/IR 

£ 

170.00 

13422 

Filter UV/IR for M 18/f3.8 

£ 

210.00 




14286 

Adapter for polarizing filter E 67/E 49 for M 28-35-50/f4 

£ 

80.00 

14207 

Adapter E 39 for univ. polarizing filter M 

£ 

40.00 

14210 

Adapter E 46 for univ. polarizing filter M 

£ 

40.00 

14211 

Adapter E 49 for univ. polarizing filter M 

£ 

40.00 

14418 

Adapter to APO-M 135/f3.4, 75/f2 for univ.polfilter M 

£ 

40.00 

14473 

Filter Holder E67 for M 16-18-21/f4 

£ 

80.00 
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14479 

Filter Carrier E72 for M 24/fl .4 

£ 80.00 

14481 

Filter Carrier E82 for M 21/fl .4 

£ 80.00 

14484 

Filter Carrier E 77 for M 18/f3.8 

£ 80.00 

14485 

Carrier for Polarizer E82 fur M 50/f0.95 

£ 80.00 




14379 

Rear Lens Cap M 

£ 20.00 

14397 

Camera body cap M 

£ 20.00 

14195 

Camera body cap M 

£ 20.00 

14021 

Lens cap for M 35/50/75/90, silver 

£ 20.00 




14001 

Lens cap E 49 

£ 30.00 

14013 

Lens hood cap for M 28/f2 ASPH. 

£ 30.00 

14033 

Lens hood cap for M 50/f2, M 135/f4, M 90/f4 

£ 30.00 

14038 

Lens cap E 39 

£ 30.00 

14043 

Lens hood cap M 35/f2 ASPH., M 28/f2.8 ASPH. 

£ 30.00 

14212 1 

Lens hood Cap for M16-18-21/f4, M24/f3.8, M35/f1.4 (f. 1166C 

£ 30.00 

14231 

Lens cap E 46 

£ 30.00 

14289 

Lens cap E 55 

£ 30.00 

14290 

Lens cap E 60 

£ 30.00 

14398 

Lens cap for APO M 50mm/f2, metal (replace) 

£ 60.00 

14474 

Front Lens Cap for M 35/f2.5 + M 50/f2.5 

£ 30.00 

14475 

Front Lens Cap for M 75/f2.5 + M 90/f2.5 

£ 30.00 

14476 

Cap for Lens Hood M 35/f2.5 + M 50/f2.5 

£ 30.00 

14477 

Cap for Lens Hood M 75/f2.5 + M 90/f2.5 

£ 30.00 

14480 

Cap for Lens Hood M 24/fl .4, M 18/f3.8 

£ 30.00 

14482 

Cap for Lens Hood M 21/fl .4 

£ 30.00 




14076 

CABLE RELEASE 50 CM 

£ 44.00 

14100 

Small table tripod 

£ 100.00 

14101 

Traveller tripod, carbon 

£ 430.00 

14110 

Large ball and socket head 

£ 180.00 

14113 

Ball head 24, black 

£ 200.00 

14114 

Ball head 38, black 

£ 330.00 

14115 

3x exchangeable mounting plate bh 24/38 

£ 40.00 

14116 

Bag for traveller tripod, cordura 

£ 60.00 




14408 

Motor-M (analogue) 

£ 740.00 

14008 

LEICAVIT M silver 

£ 760.00 

14009 

LEICAVIT M black paint finish 

£ 760.00 

14450 

LEICAVIT M black chrome finish 

£ 760.00 

14404 

Lens carrier M 

£ 130.00 




14350 

Correction lens M + 0.5 

£ 110.00 

14351 

Correction lens M + 1.0 

£ 110.00 

14352 

Correction lens M + 1.5 

£ 110.00 

14353 

Correction lens M + 2.0 

£ 110.00 

14354 

Correction lens M + 3.0 

£ 110.00 

14355 

Correction lens M - 0.5 

£ 110.00 

14356 

Correction lens M - 1.0 

£ 110.00 

14357 

Correction lens M - 1.5 

£ 110.00 

14358 

Correction lens M - 2.0 

£ 110.00 

14359 

Correction lens M - 3.0 

£ 110.00 




14444 

Flash LEICA SF 24D black / silver 

£ 270.00 

14445 

Diffusion disc 24/28 for Flash SF 24D 

£ 20.00 
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14446 

Diffusion disc 85 for Flash SF 24D 

£ 

20.00 

14488 

SF 58 Flash Gun, black 

£ 

550.00 

14489 

Diffusor for flash SF 58 

£ 

30.00 




14312 

Carrying strap with anti-slip pad 

£ 

40.00 

14453 

Leather strap, saddle leather black 

£ 

90.00 

14454 

Leather strap, ecological tained cognac 

£ 

110.00 

14455 

Leather strap, black with shoulder section 

£ 

120.00 

14456 

Leather strap, nappa racing green 

£ 

120.00 

14457 

Leather strap, box calf red 

£ 

90.00 

14458 

Leather strap, box calf dark brown 

£ 

100.00 

14464 

Battery for digital M cameras 

£ 

90.00 

14465 

Leather strap, lizard look black 

£ 

90.00 

14466 

Leather strap, ostrich look black 

£ 

90.00 

14467 

Leather strap, ostrich look chestnut 

£ 

90.00 

14468 

Leather strap, nappa bordeaux 

£ 

110.00 

14469 

Leather strap, box calf blue 

£ 

90.00 




14470 

Compact Charger for digital M Cameras 

£ 

140.00 

14399 

Handgrip M digital, black chrome 

£ 

220.00 

14486 

Handgrip for digital M-Cameras, black 

£ 

220.00 

14487 

Handgrip for digital M-Cameras, silver 

£ 

220.00 

14490 

Handgrip for digital M cameras, grey 

£ 

220.00 




14494 

Battery charger for BC-SCL2 (Typ 240) 

£ 

90.00 

14495 

Multifunction Handgrip M (Typ 240) 

£ 

660.00 

14496 

Handgrip M (Typ 240) 

£ 

220.00 

14497 

AC-Adapter for multi function handgrip M (Typ 240) 

£ 

220.00 

14498 

SCA-Adp.-Set for multi function handgrip M (Typ 240) 

£ 

300.00 

14499 

Lithium-ion-Battery BP-SCL2 (Typ 240) 

£ 

110.00 

14547 

Ever-Ready Case M (Typ 240) w. small front, black 

£ 

330.00 

14548 

Ever-Ready Case M (Typ 240) w. large front, black 

£ 

330.00 

14549 

Ever-Ready Case M (Typ 240) w. small front, cognac 

£ 

330.00 

14550 

Ever-Ready Case M (Typ 240) w. large front, cognac 

£ 

330.00 

14634 

Microphone Adapter Set (Typ 240) 

£ 

170.00 

14642 

R-Adapter M (Typ 240) 

£ 

275.00 

14644 

Hotshoe Cover M (Typ 240) 

£ 

30.00 

14646 

Finger loop for Handgrip M (Typ 240),Size S 

£ 

90.00 

14647 

Finger loop for Handgrip M (Typ 240),Size M 

£ 

90.00 

14648 

Finger loop for Handgrip M (Typ 240),Size L 

£ 

90.00 




14854 

Combination bag M black 

£ 

240.00 

14855 

Combination bag M khaki 

£ 

240.00 

14856 

Ever ready case MP 

£ 

260.00 

14857 

Leather ever ready case M, ecological tained cognac 

£ 

360.00 

14858 

Leather ever ready case M, nappa racing green 

£ 

360.00 

14859 

Leather ever ready case M, box calf red 

£ 

360.00 

14860 

Leather ever ready case M, box calf dark brown 

£ 

360.00 

14861 

Leather ever ready case M, lizard leather black 

£ 

360.00 

14862 

Leather ever ready case M, ostrich leather black 

£ 

360.00 

14863 

Leather ever ready case M, ostrich leather chestnut 

£ 

360.00 

14864 

Leather ever ready case M, nappa bordeau 

£ 

360.00 

14865 

Leather ever ready case M, box calf blue 

£ 

360.00 

14867 

Neopren Case M, small front 

£ 

50.00 

14868 

Neopren Case M, black, with large front 

£ 

50.00 
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14869 

Camera Protector for digital M cameras 

£ 

90.00 

14872 

Ever Ready Case for digit.M cameras, Nappa Leather 

£ 

210.00 

14875 

Everready case M7/MP with small front 

£ 

240.00 

14876 

Everready case for M7/MP with large front 

£ 

240.00 

14880 

Camera protector M (Typ 240) black 

£ 

110.00 

14881 

Camera protector M (Typ 240) cognac 

£ 

110.00 

14886 

Camera protector M/M-P black 

£ 

110.00 

14887 

Camera protector M/M-P cognac 

£ 

110.00 

14888 

Ever ready case M/M-P with small front black 

£ 

330.00 

14889 

Ever ready case M/M-P with large front black 

£ 

330.00 

14890 

Ever ready case M/M-P with small front cognac 

£ 

330.00 

14891 

Ever ready case M/M-P with large front cognac 

£ 

330.00 







S-System 

10803 

LEICA S (Typ 006) black 

£ 

17,799.00 

10804 

LEICA S (Typ 007) 

£ 

18,720.00 

10812 

LEICA S-E (Typ 006) 

£ 

12,480.00 




11050 

SUMMARIT-S 35mm /f2.5 ASPH. CS 

£ 

5,850.00 

11051 

SUMMARIT-S 70mm /f2.5 ASPH. CS 

£ 

4,400.00 

11052 

APO-MACRO-SUMMARIT-S 120mm/f2.5 CS 

£ 

6,000.00 

11053 

APO-ELMAR-S 180mm/f3.5 CS 

£ 

6,000.00 

11054 

SUPER-ELMAR-S 24/f3,5 ASPH. 

£ 

6,500.00 

11055 

SUMMARIT-S 70mm /f2.5 ASPH. 

£ 

3,500.00 

11058 

VARIO-ELMAR-S 30-90/f3.5-5.6ASPH. 

£ 

8,200.00 

11064 

SUMMARIT-S 35mm /f2.5 ASPH. 

£ 

4,950.00 

11070 

APO-MACRO-SUMMARIT-S 120mm /f2.5 

£ 

5,100.00 

11071 

APO-ELMAR-S 180mm /f3.5 

£ 

5,100.00 

11073 

ELMARIT-S 30mm/f2.8 ASPH. 

£ 

5,200.00 

11074 

ELMARIT-S 30mm / f2.8 ASPH. CS 

£ 

6,100.00 

11077 

ELMARIT-S 45/f2.8 ASPH 

£ 

4,750.00 

11078 

ELMARIT-S 45/f2.8 ASPH. CS 

£ 

5,650.00 

11079 

TS-APO-ELMAR-S 120mm f/5.6 ASPH. 

£ 

5,200.00 

11056 

SUMMICRON-S 100 mm/f2 ASPH. 

£ 

5,200.00 




12400 

Lens Hood for S 35 / S 30 

£ 

140.00 

12401 

Lens Hood for S 70/f2.5 ASPH. 

£ 

140.00 

12402 

Lens Hood for S 120/f2.5 

£ 

140.00 

12403 

Lens Hood for S 180/f3.5 

£ 

140.00 

12404 

Lens Hood S 24 / 30-90 

£ 

140.00 

14429 

Battery for S-Cameras 

£ 

140.00 

14488 

SF 58 Flash Gun, black 

£ 

550.00 

14489 

Diffusor for flash SF 58 

£ 

30.00 

14491 

HDMI cable 1.5 m 

£ 

100.00 

14492 

HDMI cable (JP/TW) 1.5 m 

£ 

100.00 

16000 

Universal screen for S 

£ 

310.00 

16001 

Microprism screen for S 

£ 

310.00 

16002 

Screen with grid for S 

£ 

310.00 

16004 

Hand Strap for Multifunction Handgrip S 

£ 

60.00 

16009 

Quick Charger S 

£ 

120.00 

16010 

Case S 

£ 

520.00 

16011 

Professional battery charger S 

£ 

320.00 

16014 

USB-cable S 5 m 

£ 

100.00 

16015 

Eyepiece cover S camera 

£ 

40.00 
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16020 

Rear lens cap S 

£ 40.00 

16021 

Camera body cap S 

£ 40.00 

16022 

AC-Adapter S 

£ 300.00 

16024 

S-Adapter V 

£ 530.00 

16025 

S-Adapter M645 

£ 530.00 

16026 

S-Adapter P67 

£ 530.00 

16027 

Lens cap S E95 

£ 40.00 

16028 

Multi function handgrip for Leica S (Typ 006) 

£ 530.00 

16029 

Remote release cable for Leica S (Typ 006) 

£ 90.00 

16030 

S-Adapter H 

£ 1,400.00 

16031 

Flash Sync cable for Leica S (Typ 006) 

£ 180.00 

16032 

ELPRO-S 180 

£ 840.00 

16033 

Protection Plan S Body 

£ 2,600.00 

16034 

Protection Plan S CS-Lens 

£ 700.00 

16035 

Protection Plan S Lens 

£ 450.00 

16036 

Protection Plan S Vario Lens 

£ 610.00 

16037 

Camera carrying strap S 

£ 80.00 

16038 

S-Adapter C 

£ 1,400.00 




Leica T Camera System 




18180 

Leica T Black 

£ 1,350.00 

18181 

Leica T Silver 

£ 1,350.00 




11080 

Vario-Elmar-T 18-56 F/3.5-5.6 Asph 

£ 1,250.00 

11081 

Summicron-T 23mm f/2 asph 

£ 1,350.00 

11082 

Leica Super-Vario-Elmar-T 11-23mm f/3.5-4.5 ASPH 

£ 1,350.00 

11083 

Leica APO-Vario-Elmar-T 55-135mm f/3.5-5.6 ASPH. 

£ 1,350.00 




18761 

Leather system bag 

£ 260.00 

18800 

Leather Protector 

£ 80.00 

18809 

Leather Holster 

£ 160.00 

18810 

Holster - aluminium - silver 

£ 160.00 

18801 

T-Snap - black 

£ 60.00 

18802 

T-Snap - White 

£ 60.00 

18803 

T-Snap - melon yellow 

£ 60.00 

18804 

T-Snap - orange red 

£ 60.00 

18805 

T-Flap 

£ 30.00 

18811 

Carrying Strap - silicon - black 

£ 70.00 

18812 

Carrying Strap - silicon - White 

£ 70.00 

18183 

Carrying Strap - silicon - melon yellow 

£ 70.00 

18814 

Carrying Strap - silicon - orange red 

£ 70.00 

18815 

Wrist Strap - silicon - black 

£ 40.00 

18816 

Wrist Strap - silicon - White 

£ 40.00 

18817 

Wrist Strap - silicon - melon yellow 

£ 40.00 

18818 

Wrist Strap - silicon - orange red 

£ 40.00 

18747 

System case - Size M, nylon, black 

£ 220.00 

18761 

System case - Size S, leather, stone grey 

£ 250.00 

14622 

SF26 flash unit 

£ 280.00 

18767 

Visoflex (type 020) black 

£ 400.00 

18771 

M-Adapter T 

£ 300.00 

18772 

Lithium-Ion Battery BP-DC 13 silver 

£ 80.00 

18773 

Lithium-Ion Battery BP-DC 13 black 

£ 80.00 
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Digital Compact Cameras 





18114 

D-LUX 6 E glossy-black / silver 

£ 600.00 

18460 

LEICA D-LUX 6 E 

£ 600.00 

18133 

D-LUX 6 E "Edition 100" 

£ 660.00 

18694 

Flash LEICA CF22 

£ 250.00 

18719 

Lithium-Ion-Battery BP-DC10-E 

£ 70.00 

18727 

Leather case for D-LUX 6 brown 

£ 100.00 

18730 

Camera protector D-LUX 6 brown 

£ 60.00 

18732 

Soft Pouch D-LUX 6, black 

£ 60.00 

18733 

Hand grip D-LUX 6 

£ 70.00 

18734 

EVF3 Electr. Viewfinder f. D-LUX 6 

£ 320.00 

18746 

System case 

£ 140.00 




18470 

D-LUX (Typ 109) black Version "E" 

£ 825.00 

18544 

Lithium-Ion-Battery BP-DC15 "E" for D-LUX (Typ 109) 

£ 60.00 

18547 

Hand grip for Leica D-LUX (Typ 109) 

£ 55.00 

18548 

Automatic lens cap for D-LUX (Typ 109) 

£ 40.00 

18820 

Protector D-LUX (Typ 109), leather, cognac 

£ 80.00 

18821 

Leather case D-LUX (Typ 109), cognac 

£ 90.00 

18822 

Twist D-LUX (Typ 109), black 

£ 80.00 

18823 

Wrist strap D-LUX (Typ 109), leather 

£ 40.00 

18824 

Neckstrap D-LUX (Typ 109), leather 

£ 50.00 




LEICA V-LUX 4: 

18190 

LEICA V-LUX 4 

£ 690.00 

18694 

Flash LEICA CF22 

£ 250.00 

18728 

Lithium-Ion-Battery BP-DC12-E 

£ 70.00 

18746 

System case for LEICA V-LUX-, D-LUX-, X- cameras 

£ 140.00 

14491 

HDMI cable 1.5 m 

£ 100.00 

18193 

LEICA V-LUX (Typ 114) Version "E" 

£ 925.00 

18691 

Carrying strap V-LUX (Typl 14) leather black 

£ 50.00 




LEICA C 

18484 

LEICA C "E" - Light Gold 

£ 550.00 

18488 

LEICA C "E" - Dark Red 

£ 550.00 

18784 

C - Twist, light gold 

£ 70.00 

18785 

C - Twist, dark red 

£ 70.00 

18788 

C-Clutch, light gold 

£ 110.00 

18789 

C-Clutch, dark red 

£ 110.00 

18790 

C - CASE 

£ 80.00 

18791 

C-POUCH 

£ 60.00 

18792 

C - wrist strap, alcantara, light gold 

£ 30.00 

18793 

C - wrist strap, alcantara, dark red 

£ 30.00 

18535 

Lithium-Ion-Battery BP-DC 14 E 

£ 60.00 




LEICA X2: 

18450 

LEICA X2 black 

£ 1,600.00 

18452 

LEICA X2 silver 

£ 1,600.00 

18706 

Lithium-Ion-Battery BP-DC8 (forX1/X2) 

£ 80.00 

18707 

Brilliant viewfinder 36mm for X 

£ 280.00 

18712 

Hand grip for X 

£ 100.00 

18713 

Wrist carrying strap for X 

£ 30.00 

18731 

Camera protector X 

£ 70.00 

18746 

System case for LEICA V-LUX-, D-LUX-, X- cameras 

£ 140.00 
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18753 

LEICA EVF2 Electr.Viewfinder 

£ 380.00 

18754 

Ever ready case X 

£ 150.00 

18755 

Leather case for X2 

£ 120.00 

14444 

Flash LEICA SF 24D black / silver 

£ 270.00 

14445 

Diffusion disc 24/28 for Flash SF 24D 

£ 20.00 

14446 

Diffusion disc 85 for Flash SF 24D 

£ 20.00 

42331 

XI/X2 Digiscoping Adapter 

£ 110.00 




LEICAX Vario 

18430 

X Vario (Typ 107) black 

£ 2,150.00 

18431 

X Vario (Typ 107) silver 

£ 2,150.00 

18766 

Hand grip X Vario (Typ 107) 

£ 100.00 

18774 

Lens hood Leica X Vario (Typ 107) 

£ 90.00 

18776 

Carrying strap w. prot. flap, black 

£ 80.00 

18777 

Carrying strap w. prot. flap, cognac 

£ 80.00 

18778 

Ever-Ready Case X Vario (Typ107), black 

£ 180.00 

18779 

Ever-Ready Case X Vario(Typ107), cognac 

£ 180.00 

18780 

Camera protector X Vario, black 

£ 90.00 

18781 

Camera protector X Vario, cognac 

£ 90.00 

18782 

Wrist strap w. prot. flap, black 

£ 60.00 

18783 

Wrist strap w. prot. flap, cognac 

£ 60.00 

187-67 

Lithium-Ion-Battery f. X Vario 

TBA 




LEICAX (Typ 113) 

18440 

LEICAX (Typ 113) black 

£ 1,550.00 

18441 

LEICAX (Typ 113) silver 

£ 1,550.00 

18832 

Ever-Ready Case X (Typ 113), Canvas 

£ 160.00 

18833 

Ever-Ready Case X (Typ 113), leather 

£ 160.00 

18830 

Protektor X Vario (Typ 107) und X (Typ 113), leather, brown 

£ 80.00 

18831 

Protektor X Vario (Typ 107) und X (Typ 113), leather, taupe i 

£ 80.00 

18834 

Protection case for Visoflex (Typ 020), Canvas, taupe (Coun 

£ 35.00 

18835 

Protection case for Visoflex (Typ 020), leather, brown (Vintac 

£ 35.00 

18836 

Carrying strap forX- and M-System, leather, darkbrown (Col 

£ 65.00 

18837 

Carrying strap forX- and M-System, leather, brown 

£ 65.00 

18838 

Wrist strap forX- and M-System, leather, darkbrown (Countr 

£ 55.00 

18839 

Wrist strap forX- and M-System, leather, brown 

£ 55.00 

14622 

SF 26 flash 

£ 240.00 

18766 

Hand Grip for X Vario (Typ 107) 

£ 100.00 

18454 

LEICA X-E (Typ 102) 

£ 1,250.00 




System Cases 

14874 

System case Schedoni, size L 

£ 2,750.00 

18795 

System case ANEAS, size S, brown 

£ 500.00 

18796 

System case ANEAS, size M, brown 

£ 650.00 

18844 

System case, size L, linen, grey 

£ 300.00 




Artisan&Artist for LEICA edition (for M- und X-cameras) 




14883 

System case ARTISAN&ARTIST, size M 

£ 220.00 

14884 

Neck strap ARTISAN&ARTIST 

£ 160.00 

14885 

Wrist strap ARTISAN&ARTIST 

£ 100.00 




Sports Optics 

40119 

LEICA APO-TELEVID 82 (straight view) 

£ 2,300.00 

40121 

LEICA APO-TELEVID 82 (angle view) 

£ 2,300.00 
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40127 

LEICA APO-TELEVID 65 (straight view) 

£ 1,700.00 

40129 

LEICA APO-TELEVID 65 (angle view) 

£ 1,700.00 

41021 

Zoom Eyepiece 25-50 x WW ASPH. 

£ 750.00 

42304 

Digital adapter 3 for LEICA TELEVID 

£ 380.00 

42306 

Photo Adapter for APO TELEVID 

£ 520.00 

42311 

Ever ready case Televid 65 models (angle) 

£ 180.00 

42312 

Ever ready case Televid 65 mod. (straight) 

£ 180.00 

42313 

Ever ready case Televid 82 models (angle) 

£ 180.00 

42314 

Ever ready case Televid 82 mod. (straight) 

£ 180.00 

42331 

XI 1X2 Digiscoping Adapter 

£ 110.00 

42304 

Universal Digital Adapter 3 

£ 380.00 




40342 

LEICA TRINOVID 8x20 BCA black with corduracase 

£ 390.00 

40343 

LEICA TRINOVID 10x25 BC black with corduracase 

£ 420.00 

40008 

LEICA TRINOVID 8x42 

£ 1,170.00 

40009 

LEICA TRINOVID 10x42 

£ 1,220.00 




40252 

LEICA ULTRAVID 8x20 BR black w. AquaDura 

£ 600.00 

40253 

LEICA ULTRAVID 10x25 BR black w. AquaDura 

£ 630.00 

40263 

LEICA ULTRAVID 8x20 Blackline with brown Leather Case 

£ 660.00 

40264 

LEICA ULTRAVID 10x25 BL w. brown Leather Case 

£ 680.00 

40271 

LEICA ULTRAVID 8x42 Blackline 

£ 1,480.00 

40272 

LEICA ULTRAVID 10x42 Blackline 

£ 1,520.00 

40290 

LEICA ULTRAVID 8x32 HD 

£ 1,660.00 

40291 

LEICA ULTRAVID 10x32 HD 

£ 1,700.00 

40092 

LEICA ULTRAVID 7x42 HD Plus 

£ 1,600.00 

40093 

LEICA ULTRAVID 8x42 HD Plus 

£ 1,650.00 

40094 

LEICA ULTRAVID 10x42 HD Plus 

£ 1,700.00 

40295 

LEICA ULTRAVID 8x50 HD 

£ 1,940.00 

40296 

LEICA ULTRAVID 10x50 HD 

£ 1,990.00 

40297 

LEICA ULTRAVID 12x50 HD 

£ 2,130.00 




40092 

LEICA ULTRAVID 7x42 HD-Plus 

£ 1,600.00 

40093 

LEICA ULTRAVID 8x42 HD-Plus 

£ 1,650.00 

40094 

LEICA ULTRAVID 10x42 HD-Plus 

£ 1,700.00 




40390 

LEICA MONOVID 8x20 

£ 360.00 

40391 

LEICA MONOVID 8x20 "Red-Edition" 

£ 390.00 

40650 

LEICA MONOVID 8x20 Silverline 

£ 390.00 




40400 

LEICA DUOVID 8+12x42 black 

£ 2,130.00 

40420 

LEICA DUOVID 10+15x50 black 

£ 2,300.00 

40651 

LEICA ULTRAVID 8x20 Silverline 

£ 710.00 

40652 

LEICA ULTRAVID 10x25 Silverline 

£ 740.00 

40653 

LEICA ULTRAVID 8x42 Silverline 

£ 1,570.00 

40654 

LEICA ULTRAVID 10x42 Silverline 

£ 1,620.00 




42163 

Floating Carrying Strap 

£ 60.00 

42323 

Leather Case, brown for Binocular 8x20 

£ 110.00 

42324 

Leather Case, brown for Binocular 10x25 

£ 110.00 

42330 

Neck strap for Leica Monovid 8x20 

£ 20.00 




